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SAN BERNARDINO 

COUNTY 


Public Health 

Environmental Health Services 

RETAIL FOOD PROTECTION - OFFICIAL INSPECTION REPORT 


www.SBCounty.gov 
www.SBCounty.gov/dph/dehs 


FACILITY NAME 

BLEU PITT CAFE 

REINSPECTION DATE 

Not Specified 

INSPECTOR DATE 

John Babalola 8/1/2019 

LOCATION 

165 W HOSPITALITY LN 17, SAN BERNARDINO, CA 92408 

PERMIT EXPIRATION 

IDENTIFIER: None 

SERVICE: 004 - COMPLAINT - INITIAL 

RESULT: 03 - CORRECTIVE ACTION / NO FOLLOW UP RE 

ACTION: 01 - NO FURTHER ACTION REQUIRED 

TIME IN TIMEOUT FACILITY ID RELATED ID 

1:57 PM 2:26 PM FA0010217 C00066798 

PE 

1620 

RETAIL FOOD PROTECTION - Public Eating PI (0-24 Seats) 


Based on an inspection this day, the items marked below identify the violation(s) in operation or facilities which must be corrected. Failure to correct 
listed violation(s) prior to the designated compliance date may necessitate an additional inspection to be billed at the hourly rate as provided in the 
San Bernardino County Code, Schedule of Fees . 


Administrative Order to Show Cause (OSC): The Permittee has the right to a hearing if requested in writing within 15 calendar days of receipt of this 
notice, to show cause why the permit to operate should not be suspended or revoked; otherwise the right to a hearing shall be deemed waived. 

See the following pages for the code sections and general requirements that correspond to each violation listed below. 

16K999 Complaint Inspection 

Compliance Date: Not Specified Inspector Comments: RE: Complaint 

„ . ,_ Our department received a complaint of a male employee with a large exposed bandage handling and 

Ref erence - HSC ^ 

preparing food without glove over the bandage on 7/30/19 at about 7:15 am. The management is already aware 

of the situation. 

Ensure that employees with bandage on finger/hand wear gloves while preparing or handling food. 

Description: A complaint report has been received by Environmental Health. 


Overall Inspection Comments 

No summary comments have been made for this inspection. 

Signature(s) of Acknowledgement 


NAME: Jessica Ruiz 
TITLE: Shift lead 

Total # of Images: 0 
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